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lo Tho Coal Harbor of ^eichceliauGnde (Bason Gorniczy) ha a three in- 
stallations for handling ore (hrzvorladebruecken) which are fitted 
with tliree mobile ore scales with a capacity of 10 tons each® 

A railroad car-shunting platform for switching the loaded cars from 
one track to another is north of the ore-liandling installations 0 
There are lL cranes® Uight of them have a lift capacity of 7 tons 
each, and four a lift eapacitiy of 5 tons each® Four of the eight 
7-ton cranes wore erected in late 191$ • Two other 5-ton cranes are 
on tho eastern quay near the coal elevators® Three coal elevators, 
each with a capacity of 5,000 tons per 2h hours, are on tho eastern 
quay* 

2o Tho harbor area has an extensive and efficient track system® Gvdtcliing 
operations with powerful German locomotives of a war-tine model wore 
observed 0 


, The quay wall is 2.2 meters above water level. On the east side of the harbor 

entrance are throe installations for tipping railroad cars and ton 
7-ton cranes, | have a 25 

■^Ig _ \ th ree portals for standard -gauge 

— n,. ^Lpm side | | each of 25 

tracks. On -tho wost®.ty of 7 tons, Hext arc throe loading 
h also have a lift capadjih® A fourth loading site is under con- 
Stes of 15 tons capacity eacj| 

sxruction. * ^Sgg Harbor of Heufahrwasecr (Nowy Port) 

the northern side of the Fimhouse about 150 x 50 motors in area. The eon- 
on w*® three-story ware southern side of the harbor has not 

f Vl0 -narohouses on the .a was loaded hero in 19l*8 and 19k9o 
changed. '.Tar material for Albania 
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t Th ® southeastern quay of the harbor of 

detu a hrraa s ser , with sheds and railroad tracks , has been rebuilt* 

This quay is always occupied to capacity by sea-going ships but 
only six 5-ton cranes are available there. Railroad tracks are being 
laid on the HE -corner of the quay* On the narrow southwestern side 
ohe workshop buildings foir technical repair work have been recon- 
structed and are in operation* 


6* About 600 meters of the northwestern quay have been repaired* The 
reminaer, as far as the rnole , will not be finished until late 1950* 
modern transshipment facilities with numerous tracks on Either side 
of the sheds are being erected on the quay* Two of these sheds* large- 
25X1 siaed halls breast the reconditioned quay wall, are already finished.** # 

I ?e '£? ie sea ”-30inE tug Fronetai and the 2.,000-ton lighter Onega put in at 
the Eree Harbor of WeufaiirraaGser to load: coal on 2llIaFch lpijo. 

Tne 2,'300-ton lighter Ve nta put in too load coal on 22 I.iorch logo. 
and the SS gftlta put in to’ load: coal on 22 liarch 19^0 at 6 o.n. 

A soa-going soviet tug with the 2,000-ton lighter Tundra in tow was 
observed near the ©ea buoy at noon on 23 &arch I55i S7~ 


25X1 ~ H " Comment* Official Polish information gives the length of 
eastern, ; western* and southern quays of the 


the 


25X1 


• 8 # 


coal haroor as 800, 6i\O p and 125 meters respectively* The dentil at 
the eastern and western quays is nine meters, and at the southern 
quay, 7a meters* The loading facilities at the ©astern quay Include a 
coal-handling installation with facilities to tip railroad cars, and 
ten cranes mill a total lift capacity of 6k tons* At the western 
quay t here are seven cranes with a total lift capacity nf tons 
Comment" 1 


t^lLeugui ot the quays xs i,k00 meters, the southern quay 


being 6I4 0 meters* The depth alongside quays is 10 meters* The 
loading .iacilxAi.es consist of six cranes with a total lift capacity 
of Id tons* The total floor space of the sheds is 17,800 square meters* 
The main traffic in the free harbor consists of general cargo and basic 
(Thomas) slag* 


X Annex* Plan of Danzig Harbor with legend* 
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